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U.S. Embassies, Consulates, Missions and Installations 

Narrative Description 

The U.S. Department of State is committed to greening its operations around the globe as part of 
our collective effort to move to a low carbon, clean energy future. As of 2012, seven embassies 
and consulates have been certified by the US Green Building Council and meet requirements for 
Leadership in Energy and Environmental Design (LEED®). with another forty buildings in the 
pipeline for LEED certification. These buildings are designed to reduce energy costs by an 
average of 20%, water use by 37%, and site irrigation water by 76%. Eleven photovoltaic 
(renewable energy) installations at posts around the globe help improve operational costs, 
increase energy security, and reduce greenhouse gas emissions. 

Implementation Locations 

World-wide 

Metrics for Measuring Success 

Meters installed in all USG installations abroad to monitor energy and water use. Studies have 
shown reductions in consumption by as much as 30 percent if people are aware of what they are 
using. 



Multimedia linkages 



http ://obo . m. state . sbu/greenteam/Pages/GB C . aspx ) 



Plan for Reporting Progress 

Monitoring and periodic reports on energy consumption, water consumption, etc. based on data 
obtained from Embassy metering devices. 



